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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AW A), as 
described below. 


Date of Violation: December 18, 2011 

9 C.F.R. § 2.131(b)(1) Handling of animals. Handling of all animals shall be done as 
expeditiously and carefully as possible in a manner that does not cause trauma, overheating, 
excessive cooling, behavioral stress, physical harm, or unnecessary discomfort. 

You failed to handle an adult reindeer as carefully as possible when transporting it for 
exhibition. You did not secure the back door of the trailer, it opened during transport, 
and the reindeer fell out onto the highway. 

Date of Violation: November 1, 2012 

9 C.F.R. § 3.75(c)(1) Housing facilities, general, (c) Surfaces (1) General requirements. The 
surfaces of housing facilities - including perches, shelves, swings, boxes, houses, dens, and other 
furniture-type fixtures or objects within the facility - must be constructed in a manner and made 
of materials that allow them to be readily cleaned and sanitized, or removed or replaced when 
worn or soiled. 

You failed to replace the surfaces on the inside of the door frame of the brown lemur 
enclosure, which were rusty. 

Date of Violation: November 1, 2012 

9 C.F.R. § 3.125(a) Facilities, general, (a) Structural strength. The facility must be constructed 
of such material and of such strength as appropriate for the animals involved. The indoor and 
outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

You failed to maintain the fences surrounding a tiger enclosure and a bear enclosure. 
The fences were bowed outward, had broken welds, and broken wire ties. The fence 
surrounding the pig enclosure was pulled away from the ground. 

Date of Violation: November 1, 2012 

9 C.F.R. § 3.131(d) Sanitation, (d) Pest control. A safe and effective program for the control of 
insects, ectoparasites, and avian and mammalian pests shall be established and maintained. 
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You failed to establish and maintain an effective program to control rodent pests, as 
evidenced by rodent holes and rodent feces on the premises. 



Date of Violation: February 21, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). 

(b) Each dealer or exhibitor shah establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

You failed to provide adequate veterinary care for the following animals at your 
facility: 

1) An African lion with a swollen, ulcerated second digit on its front left paw; and 

2) A female wolf with a hand-sized area of hair loss and crusty skin on its back. 


Date of Violation: February 21, 2013 

9 C.F.R. § 3.56(a)(1) Sanitation, (a) Cleaning of primary enclosures. (1) Primary enclosures 
shah be kept reasonably free of excreta, hair, cobwebs and other debris by periodic cleaning. 
Measures shah be taken to prevent the wetting of rabbits in such enclosures if a washing process 
is used. 

You failed to keep four rabbit enclosures reasonably free of excessive excreta and 
debris. 


Date of Violation: February 21, 2013 

9 C.F.R. § 3.75(c)(1) Housing facilities, general, (c) Surfaces (1) General requirements. The 
surfaces of housing facilities - including perches, shelves, swings, boxes, houses, dens, and other 
furniture-type fixtures or objects within the facility - must be constructed in a manner and made 
of materials that allow them to be readily cleaned and sanitized, or removed or replaced when 
worn or soiled. 

You failed to replace rusty sections on the door for the female baboon indoor 
enclosure. 


Date of Violation: February 21, 2013 

9 C.F.R. § 3.84(a) Cleaning, sanitation, housekeeping, and pest control, (a) Cleaning of primary 
enclosures. Excreta and food waste must be removed from inside each indoor primary enclosure 
daily and from underneath them as often as necessary to prevent an excessive accumulation of 
feces and food waste, to prevent the nonhuman primates from becoming soiled, and to reduce 
disease hazards, insects, pests, and odors. Perches, bars, and shelves must be kept clean and 
replaced when worn. 

You failed to keep a plastic table in the male baboon enclosure used as a perch clean. 
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Date of Violation: February 21, 2013 

9 C.F.R. § 3.125(a) Facilities, general, (a) Structural strength. The facility must be constructed 
of such material and of such strength as appropriate for the animals involved. The indoor and 
outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

You failed to maintain several enclosures in good repair. APHIS observed that the 
wolf self-feeders were rusty and had sharp edges, an enclosure housing goats had 
loose metal panels on the indoor wall of the barn, a wolf enclosure had broken wire 
welds, and an area of the roof of the camel barn had apparently been chewed, exposing 
insulation. 


Date of Violation: February 21, 2013 

9 C.F.R. § 3.131(a) Sanitation, (a) Cleaning of enclosures. Excreta shall be removed from 
primary enclosures as often as necessary to prevent contamination of the animals contained 
therein and to minimize disease hazards and to reduce odors. When enclosures are cleaned by 
hosing or flushing, adequate measures shall be taken to protect the animals confined in such 
enclosures from being directly sprayed with the stream of water or wetted involuntarily. 

You failed to remove excreta from the leopard, ferret, fennec fox, and black bear 
enclosures. During an inspection, an APHIS inspector determined excessive excreta in 
the aforementioned enclosures. 


Date of Violation: February 21, 2013 

9 C.F.R. § 3.131(d) Sanitation, (d) Pest control. A safe and effective program for the control of 
insects, ectoparasites, and avian and mammalian pests shall be established and maintained. 

You failed to maintain an effective program for the control of rodents, as evidenced by 
a rodent trail behind the bear enclosures. 

The penalty for the alleged violation(s) described above is $2,571. 
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